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Welcome to Australia! This booklet provides a listing of 
the Australian companies doing business at MIPTV 2013. 


We work across all genres of screen content creation 
including children, documentary, drama, animation, 
features and digital media. 


Profiled here are Australian film, television and digital 
media production companies as well as distributors, 
sales agents, buyers and other specialist providers. 


Most of the companies listed in the guide will be based 
at the Screen Australia stand. 


Screen Australia is Australia’s major screen funding 
agency. We develop and finance high-quality, innovative 
and commercially attractive projects designed with 
audiences in mind. 


1440 Productions 


production 








1440 Productions is an independent production 
company that creates alternative, exciting and 
engaging content for the youth market. 


GENRES 
Children, Documentary / Education, Drama, 
Lifestyle, Reality 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 
Heart&Soul 

Documentary / Education, 13 x 26 min 
The Sealed Section 

Lifestyle, 20 x 3 min 


Funny Face 
Children, 20 x 2 min 


PROJECTS FOR MIPTV 


Completed 
Heart&Soul season 1 
Documentary / Education, 13 x 26 min 


In Development 

Heart&Soul season 2 

Documentary / Education, 13 x 26 min 
Dig Deep Creek 

Drama, 26 x 26 min 


AT MIPTV 


Kristy Fuller Managing Director 
M +61 409 935 232 
kristy@1440productions.com 


Gordon Loch Associate Producer 
M +372 5779 9626 
info@1440productions.com 


CONTACT 


T +61 3 9421 4407 
kristy@1440productions.com 
www.1440productions.com 





412-FOURTWELVE 


transmedia production 


pee eS es Bae 
WOW IT [S TIME TO FIND OUT THE TRUTH - DID YOU GET IT RIGHT? 





412 is a transmedia production company creating 
entertainment experiences that feel more connected, 
immersive and real. 412 offers customised solutions 
to film, TV and brands to create transmedia 
franchises that will extend the narrative across 
multiple platforms. 412 masterfully creates and 
weaves relevant touch-points including ARG, gaming, 
social media, web, app, series, books, comics and 
media, creating rich storyworlds and a connected 
entertainment experience. 


GENRES 
Children, Drama, Lifestyle, Interactive Digital Media, 
Multi-platform Production 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 


Precinct 13 

Interactive Digital Media 
The Moviemaker Project 
Interactive Digital Media 


Shotgun Cinema 
Interactive Digital Media 
PROJECTS FOR MIPTV 


In Development 
ARISTO 
Interactive Digital Media 





AT MIPTV 


Alex Alexander Connected 
Entertainment Officer (CEO) 
M +61 412 859 075 
alex@412.com.au 


CONTACT 
alex@412.com.au 
www.412.com.au 


ABC Commercial 


acquisition, distribution 





For the Australian Broadcasting Corporation, ABC 
Commercial is responsible for the management of a 
range of media businesses delivering products and 
services to the global marketplace. The catalogue is 
available across all rights, including a vast digital and 
mobile offering. 


GENRES 

Animation, Children, Documentary / Education, 
Drama, Feature, Lifestyle, Interactive Digital Media, 
Current Affairs, Factual Entertainment, Sport, 
Natural History, Arts, Comedy, Formats 


LOCATION 
Screen Australia stand and stand 06.34 


COMPLETED PROJECTS 


Bess of Both Worlds (AKA Upper 
Middle Bogan) 

Comedy, 8 x 30 min HD 

Stefano’s Cooking Paradiso (Italy) 
Lifestyle, 8 x 23-27 min HD 

Bench to Bedside 

Science, 12 x 25 min HD 


PROJECTS FOR MIPTV 


In Development 

The Flying Winemaker 
Lifestyle, 13 x 30 min HD 
Shark Girl 

Factual, 57 min HD 


Rogue Bank 
Drama/Documentary, 90 min HD, 
60 min HD 


Redfern Now series 2 
Drama, 6 x 55 min HD 





AT MIPTV 


Natalie Lawley Manager, Content Sales 
M +61 428 326 277 
lawley.natalie@abc.net.au 

Anne McGrath Sales Manager, Europe 
M +44 7770 348 332 
anne@abclondon.org 

Scott Kimpton Sales Executive, News 
M +61 467 724 308 
kimpton.scott@abc.net.au 

David Bradley Manager, Digital Sales 
M +61 438 059 538 
bradley.david@abc.net.au 

Sharon Ramsay-Luck Manager, Video 
Entertainment & Distribution 
ramsay-Luck.sharon@abc.net.au 


CONTACT 


T +61 2 8333 5351 
abc.contentsales@abc.net.au 
www.abccommercial.com/contentsales 


ACTF 


distribution, production 





The Australian Children’s Television Foundation 
(ACTF) is passionate about high-quality children’s 
media and television. Based in Melbourne, they 
develop and distribute television projects and 
accompanying educational resources for both 
Australian and international audiences. ACTF’s 
catalogue represents over 350 hours of Australia’s 
best children’s programming, entertaining kids for 
over 30 years. 


GENRES 
Animation, Children, Documentary / Education 


LOCATION 
ACTF stand 04.33 


COMPLETED PROJECTS 


You're Skitting Me series 1 
Children, 13 x 24 min 
Bushwhacked! 

Children, 13 x 26 min 

Horace in Slow Motion series 2 
Animation, 20 x 0.45 min 
Dancing Down Under 

Children, 10 x 24 min 


PROJECTS FOR MIPTV 


Completed 
Dukes of Broxstonia series 3 
Animation, 10 x 3 min 





AT MIPTV 

Tim Hegarty International Sales 
Executive 

tim.hegarty@actf.com.au 

Roberta Di Vito International Sales 
Executive 
roberta.divito@actf.com.au 


CONTACT 


T +61 3 9200 5500 
info@actf.com.au 
www.actf.com.au 


Air Pig 
Productions/David 
Atkins Enterprises 


production 





Air Pig Productions and David Atkins Enterprises 
have a partnership to produce a range of 
television properties including formats, lifestyle 
and children’s TV. Separately Air Pig produces 
underwater, natural history and factual 3D 
content such as the feature Circus Oz 3D and DAE 
specialises in live event television. 


GENRES 

Children, Documentary / Education, Feature, 
Lifestyle, Interactive Digital Media, Reality, 
Adventure/Underwater/3D 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 


Hot Shoe Shuffle 

Documentary / Education, 52 min 
Stranger in the Family 
Documentary / Education, 52 min 
Asian Olympics: Doha (live opening 
ceremony) 

Live Event Broadcast, 90 min 


PROJECTS FOR MIPTV 


In Development 

Blue Zoo 

Children, 13 x 24 min 

Grace Under Pressure 
Documentary / Education, 80 min 
My Mob 

Reality, 26 x 24 min 


The Cook & the Castaway 
Lifestyle, 6-13 x 24 min 





AT MIPTV 


Sally Browning Producer/CEO Air Pig 
M +61 411 266 213 
airpigproductions@gmail.com 


CONTACT 


airpigproductions@gmail.com 


Beyond 
Distribution 


acquisition, distribution, 
production 





Beyond Distribution is a leading independent 
distributor of world-class television programs, with 
offices in Dublin, Sydney, London and Washington. 
Beyond's name is synonymous with programs of 
mass appeal to television audiences worldwide. Its 
current international sales catalogue comprises over 
4,000 hours of top-quality programming, produced by 
Beyond Productions, its production joint ventures and 
independent producers. 


GENRES 

Animation, Children, Documentary / Education, 
Drama, Feature, Lifestyle, Reality, Variety, Factual, 
Crime, Sport 


LOCATION 
Beyond stand R27.13 


COMPLETED PROJECTS 
Mother of the Bride 

Reality, 13 x 30 min 

BBQ Crawl 

Reality, 10 x 30 min 

History Hunters 

Children, 26 x 30 min 

Totally Rubbish 

Children, 10 x 30 min 


PROJECTS FOR MIPTV 


Completed 
Hidden in America 
Documentary / Education, 6 x 60 min 


Love It or List It Vancouver 
Lifestyle, 26 x 60 min 

Junior Vets 

Children, 10 x 30 min 

Get Squiggling Letters 
Children, 26 x 7 min 





AT MIPTV 


Mikael Borglund CEO & MD 

M +61 418 245 223 
mikael_borglund@beyond.com.au 
Fiona Crago GM Distribution 

M +61 419 210 267 
fiona_crago@beyond.com.au 
Yvonne Body Head of Acquisitions 
M +44 7710 446 283 
yvonne_body@beyond.com.au 
Munia Kanna-Konsek Head of Sales 
M +44 7809 398 876 
munia_kanna-konsek@beyond.com.au 


CONTACT 


T +61 2 9437 2000 
distribution@beyond.com.au 
www.beyond.com.au 





Brand New Media 


acquisition, production 


brandnew 


think . create . connect 





Brand New Media builds and operates TV channels 
including all operational elements — content 
production and acquisition, channel marketing, 
advertising sales and integrated marketing. They 
are also a production company specialising in 
entertainment and information content for brands — 
multi-platform content with high production value 
that drives engagement and sales. 


GENRES 
Documentary / Education, Lifestyle, Interactive 
Digital Media 


AT MIPTV 


Oliver Troup Business Development, UK 
& Europe 

M +44 7557 277 696 
otroup@brandnewmedia.eu 


CONTACT 


T+61 2 9431 9006 
otroup@brandnewmedia.eu 
www.brandnewmedia.com.au 


Cordell Jigsaw 
Distribution 


distribution 














Cordell Jigsaw Distribution manages international 
sales of programs and formats for Australia’s biggest 
independently owned production company — Cordell 
Jigsaw Zapruder. Cordell Jigsaw Zapruder produces 
more locally developed programs than any other 
production company in Australia. 


GENRES 
Documentary / Education, Drama, Reality, History 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 

Go Back to Where You Came From 
series 2 

Documentary / Education, 3 x 55 min 
Great Southern Land 
Documentary, 4 x 55 min 

Jabbed: Love, Fear and Vaccines 
Documentary, 90 min 


PROJECTS FOR MIPTV 
Completed 

The Gruen Transfer 

Light Entertainment, 8 x 30 min 
Bondi Rescue series 7 
Lifestyle, 13 x 24 min 

In Development 

The Outlaw Michael Howe 
Drama, 60 min 


AT MIPTV 


Kristin Burgham Head of Sales 
M +61 400 493 032 
kristin@cjz.com.au 


CONTACT 


T +61 2 9217 2200 
kristin@cjz.com.au 
www.cordelljigsaw.com 


Cordell Jigsaw 
Zapruder 


production 





Cordell Jigsaw Zapruder has developed an 
international reputation as an innovative and eclectic 
production company. CJZ is a recent merger of 
Cordell Jigsaw Productions and Zapruder’'s Other 
Films, two leading Australian independents. The 
company is now Australia’s largest independently 
owned producer specialising in original content 
across all genres. CJZ is committed to producing 
compelling programming for a wide national and 
international audience. 


GENRES 
Documentary / Education 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 

Go Back to Where You Came From 
series 2 

Documentary / Education, 3 x 55 min 
Great Southern Land 
Documentary, 4 x 55 min 

Dumb, Drunk and Racist 
Documentary / Education, 6 x 30 min 


PROJECTS FOR MIPTV 
In Development 

The Outlaw Michael Howe 
Drama, 60 min 

Two Men in China 
Documentary, 3 x 60 min 





AT MIPTV 


Michael Cordell Executive Producer 
M +61 413 678 980 
michael@cjz.com.au 


CONTACT 


T +61 2 9217 2200 
michael@cjz.com.au 
www.cjz.com.au 


Criya Animation 


distribution, production, 
co-production 














Criya is a worldwide media and animation company 
with offices in India and Australia. Criya leads an 
international team of professionals with backgrounds 
in VFX, TV commercials, re-production, 2D and 

3D animations. Their troop of artists creates local 
and international concepts using a diverse range 

of techniques. Criya’s strong R&D department can 
further help directors realise their vision. Criya is in 
partnership with international production companies 
and filmmakers who create exceptional work in 
collaboration with Criya’s passionate team of artists 
and producers. 


GENRES 
Animation, Children, Feature 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 
The Buzz Bumble Show 
Animation, 52 x 11 min 

Club Sandwich 

Animation, 13 x 11 min 
PROJECTS FOR MIPTV 


In Development 
Kurra Burra 
Animation, 26 x 11 min 





AT MIPTV 


Ram Sarangapani Producer / Managing 
Director 

M +61 402 436 921 

rams@criya.com.au 


CONTACT 
rams@criya.com.au 
www.criya.com.au 
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December Media 


production 





December Media is one of Australia’s most 
experienced producers of live-action and 
documentary television. Based in Melbourne, they 
are known for their quality drama, documentaries, 
formats and series made for Australian and 
international markets. 


GENRES 
Documentary / Education, Drama, Reality, 
Giant Screen 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 


The Doctor Blake Mysteries season 1 
Drama, 10 x 60 min 


Mrs Biggs 

Drama, 5 x 60 min 

Australia on Trial 

Documentary / Education, 3 x 60 min 


PROJECTS FOR MIPTV 


In Development 
Hard Rock Miners 
Reality, 13 x 60 min 


Harry Price 
Drama, 13 x 60 min 





AT MIPTV 
Tony Wright CEO & Executive Producer 
tony@decembermedia.com.au 


George Adams Head of Production & 
Drama 
george@decembermedia.com.au 


CONTACT 


T +61 3 9699 8911 
office@decembermedia.com.au 
www.decembermedia.com.au 


DSI by Inverleigh 


distribution, production 





DST by Inverleigh produces and distributes premium 
sport, entertainment and lifestyle programming. 
Currently seen in over 100 countries, their programs 
are entirely created for international audiences. 
Boasting an outstanding range of titles, all formatted 
for international distribution for all mediums. 


GENRES 
Sport, Entertainment, Lifestyle 


LOCATION 
Stand 22.14 


COMPLETED PROJECTS 
Weekly Magazine Programming 
Sport, 187 x 30 min 

Sports Celebrity Programming 
Variety, 65 x 30 min 

Sports Comedy Programming 
Variety, 52 x 30 min 

Today in Replay: Daily Vignette 
Package 

Sport, 400 x 1 min 


PROJECTS FOR MIPTV 

In Development 

The Road to Brasil: World Cup 
Preview 

Sport, 30 x 30 min 

Destination Brasil: World Cup 
Vignette Package 

Sport, 60 x 1 min 





AT MIPTV 


Matt Whytcross Director 
M +44 7776 000 406 
whytcross@dsi.tv 


Peter Wraith Director 
M +61 414 323 644 
wraith@inverleigh.com 


Penny O’Brien Sales Manager 
M +61 434 123 551 
penny.obrien@dsi.tv 


Brendon Oliver Sales Manager 
M +61 488 554 241 
brendon.oliver@dsi.tv 


CONTACT 


T +61 3 8644 5000 
whytcross@dsi.tv 
www.dsi.tv 
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Electric Pictures 


production 





Established in 1992, Electric Pictures is a Western 
Australian-based company. For over 20 years the 
company has built a reputation as one of Australia’s 
most respected independent producers of award- 
winning documentary programming in a range 

of genres including: science, history, travel and 
adventure, arts, human interest and current affairs. 


GENRES 
Documentary / Education 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 
Murdoch 

Documentary / Education, 2 x 52 min 
Chateau Chunder: A Wine Revolution 
Documentary / Education, 57 min 
Desert War 

Documentary / Education, 2 x 57 min 
Jandamarra’s War 

Documentary / Education, 56 min 
PROJECTS FOR MIPTV 


In Development 

The Real Office 

Documentary / Education, 2 x 60 min 
The Booby Trap 

Documentary / Education, 60 min 
Bali Dream Home 

Documentary / Education, 6 x 30 min 





Stone Age Mystery (formerly Red 
Deer Cave) 
Documentary / Education, 57 min 


AT MIPTV 


Andrew Ogilvie CEO 
M +61 419 999 388 
ao@electricpictures.com.au 


CONTACT 


T +61 8 9339 1133 
info@electricpictures.com.au 
www.electricpictures.com.au 


Endemol 
Worldwide 
Distribution 


acquisition, distribution 





EWD represents a global catalogue of premium 
finished and format programming across all genres 
— entertainment, reality TV, game shows, animation, 
drama, children’s, factual and comedy. Operating 
from offices around the world, EWD has a growing 
library of over 3,000 formats and a library of over 
29,000 hours of content. 


GENRES 
Animation, Children, Documentary / Education, 
Drama, Feature, Lifestyle, Reality, Variety 


LOCATION 
Endemol stand LR5.15 


COMPLETED PROJECTS 
Continuum season 2 
Drama, 13 x 60 min 

WPC 56 

Drama, 5 x 60 min 

My Kitchen Rules season 4 
Reality, Min. 37 x 60 min 


Black Mirror season 2 
Drama, 3 x 60 min 


PROJECTS FOR MIPTV 
In Development 

Low Winter Sun 

Drama, 10 x 60 min 

A Place to Call Home 
Drama, 13 x 60 min 

My Mad Fat Diary season 2 
Drama, 6 x 60 min 





Completed 
Paper Giants 2: Magazine Wars 
Drama, 2 x 120 min 


AT MIPTV 

Kirsten Cargill Sales Director Australia 
& New Zealand 
kirsten.cargill@endemol.com 
CONTACT 


T +61 2 9202 8555 
sales@endemolworldwidedistribution.com 
endemoldistribution.com 
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Essential Media 


and Entertainment 


production 





Essential Media and Entertainment is one of 
Australia’s leading independent television 
producers of high-quality content for both local 
and international audiences with offices in Sydney, 
Los Angeles and Toronto. International broadcast 
partners include BBC, National Geographic, PBS, 
Discovery, Sundance, History Channel, ARTE and 
RTE Ireland. 


GENRES 

Animation, Children, Documentary / Education, 
Drama, Feature, Lifestyle, Interactive Digital Media, 
Reality 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 

Rake series 2 

Drama, 8 x 57 min 

Australia: The Time Traveller’s Guide 
Documentary / Education, 4 x 57 min 
Jack Irish 

Drama, 2 x 90 min 

Gourmet Farmer series 3 
Lifestyle, 10 x 57 min 

PROJECTS FOR MIPTV 

In Development 

The Living Universe 
Documentary / Education, 6 x 60 min 
Alien TV 

Animation, 78 x 7 min 

Bubble Bath Bay 

Animation, 52 x 11 min 


Daughters of the Dragon 
Documentary / Education, 3 x 60 min 





AT MIPTV 


Chris Hilton CEO/Executive Producer 
M +33 611806600 
chris.hilton@essential-media.com 


CONTACT 


T +61 2 8568 3100 
info@essential-media.com 
www.essential-media.com 


EXERO 


distribution, production 





Independent producer of documentary series on 
the who's who of fashion, gastronomy, design, 
architecture, jewellery, fine/applied arts, new media 
and music, as well as feature films. 


GENRES 
Documentary / Education, Drama, Feature, Lifestyle, 
Reality 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 
Beautiful Minds 

Documentary / Education, 26 x 52 min 
Ultra Cars 

Documentary / Education, 13 x 24 min 
Precious Collectibles 
Documentary / Education, 26 x 26 min 


The Watchmen 
Documentary / Education, 26 x 26 min 


PROJECTS FOR MIPTV 

In Development 

Creation or Discovery? 
Documentary / Education, 13 x 52 min 
13 Strings 

Feature, 13 x 52 min 


The WC 
Feature, 13 x 52 min 





AT MIPTV 

Kostas Metaxas Producer 
M +44 7937 029 312 
metaxas@netspace.net.au 
CONTACT 


M +61 409 336 421 
metaxas@netspace.net.au 
www.exero.com 
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The Feds 
Productions 


production, acquisition 





The Feds is a creative services company with a focus 
on delivering innovative content that stands out at 
the forefront of an ever-evolving media landscape. 
With a proven track record in both the TV broadcast 
and branded content arenas, The Feds are a unique 
team of varying talent, with a strong and diverse 
body of work that demonstrates the successful 
fusion of traditional TV programming, advertising 
and entertainment. The Feds is on the lookout 

for partners interested in both original concept 
development and new projects for co-productions. 


GENRES 
Children, Documentary / Education, Interactive 
Digital Media, Reality 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 


Stay Tuned series 1 
Children, 30 x 15 min 


Stay Tuned series 2 
Children, 30 x 15 min 


The New Crowd - Pilot 
Documentary, 44 min 





AT MIPTV 


Lizzy Nash Executive Producer and 
Founder — The Feds 

M +61 417 427 466 

Lisa Gray Head of Content 

M +61 430 310 821 
getsmart@thefeds.com.au 


CONTACT 


T +61 2 8396 5999 
getsmart@thefeds.com.au 
www.thefeds.com.au 





Flame Distribution 


distribution 





Flame Distribution is a specialist factual distributor 
based in Sydney but focused on the international 
market. Their catalogue of carefully selected 
programs allows them to concentrate on each title 
and to work innovatively in promoting content across 
the traditional and emerging revenue channels, 
feeding back market responses to buyers. 


GENRES 
Documentary / Education, Lifestyle 


LOCATION 
Stand 04.34 


COMPLETED PROJECTS 
Dinosaurs of the Outback 
Documentary / Education, 52 min 
The Unlikely Pilgrims 
Documentary / Education, 90 min 
New Zealand From Above 
Documentary / Education, 5 x 43 min 
On the Grill 

Lifestyle, 6 x 23 min 

PROJECTS FOR MIPTV 


Completed 
Recipes That Rock 
Lifestyle, 6 x 26 min 


The Farm Fixer 

Lifestyle, 8 x 29 min 

Grand Tours of Scotland 
Documentary / Education, 18 x 29 min 


Missing in the Land of Gods 
Documentary / Education, 90 min 





AT MIPTV 


Fiona Gilroy Content Sales & 
Acquisitions Director 

M +61 407 468 508 
fgilroy@flamedistribution.com 


Midi Stormont Sales Manager 
M +61 411 899 843 
mstormont@flamedistribution.com 





Phil Barnsdall-Thompson Acquisitions 
Manager 

M +44 7557 792 223 
pthompson@flamedistribution.com 
Katie Stephenson Sales Manager 

M +44 7812 677 982 
kstephenson@flamedistribution.com 


CONTACT 


T +61 2 8065 4899 
sales@flamedistribution.com 
www.flamedistribution.com 
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FOXTEL 


acquisition, distribution, 
production 


eee sible 











The FOXTEL platform is on-air 24/7 with 2.2 
million customers. They are constantly focused on 
enthralling customers with superior entertainment. 


GENRES 
Documentary / Education, Drama, Lifestyle, Reality 
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COMPLETED PROJECTS 
Grand Designs Australia series 3 
Lifestyle, 8 x 60 min 

The Train 

Documentary / Education, 60 min 
The People Speak: Australia 
Documentary / Education, 60 min 
Selling Houses Australia series 6 
Lifestyle, 10 x 60 min 

PROJECTS FOR MIPTV 
Completed 

The Train 

Documentary / Education, 60 min 
The People Speak: Australia 
Documentary / Education, 60 min 
Come Dine with Me Australia 
Lifestyle, 6 x 60 min 





AT MIPTV 


Fleur Fahey Head of Acquisitions 
fleur.fahey@foxtel.com.au 

Jim Buchan General Manager — Factual 
Channels 

jim.buchan@foxtel.com.au 

Hannah Barnes Head of Programming 
and Commissions — Lifestyle Group 
hannah.barnes@foxtel.com.au 


CONTACT 


T +61 2 9813 6000 
fleur.fahey@foxtel.com.au 
www.foxtel.com.au 


Fred 


distribution, production 





Fred is an international distributor representing over 
400 hours of fresh content from producers including 
WTEN Entertainment, Hark Attack, Media Farm and 
Gibson Group. They cover lifestyle, reality, factual, 
drama, kids, documentaries and formats with seven 
exciting new programs to present at MIPTV. 


GENRES 
Children, Documentary / Education, Drama, Lifestyle, 
Reality, Factual 


LOCATION 
Stand 04.31 


COMPLETED PROJECTS 


Tony Robinson’s Time Walks 2 
Documentary / Education, 10 x 30 min 


The Living Room series 2 
Documentary / Education, 30 x 60 min 
Supercar Showdown series 2 
Reality, 22 x 30 min 

The Ultimate Rider 

Reality, 8 x 30 min 

PROJECTS FOR MIPTV 
Completed 

Sky Cowboys 

Documentary / Education, 12 x 30 min 
We’re Talking Animals 

Children, 26 x 30 min 

That’s Rich 

Lifestyle, 13 x 30 min 

The Wild Life of Tim Faulkner 
Documentary / Education, 10 x 30 min 





AT MIPTV 


Heath Watt CEO 

M +61 414 300 900 
hwatt@fredmedia.com.au 
Michael Aldrich Sales Manager 
M +61 499 776 061 
maldrich@fredmedia.com.au 





Roger Vanderspikken Sales Manager 
-EEMEA 

M +61 499 992 419 
roger@fredmedia.com.au 

Sally Cronin Sales Manager — Europe 
M +44 7879 423 647 
scronin@fredmedia.com.au 


CONTACT 


T +61 3 9810 7134 
info@fredmedia.com.au 
www.fredmedia.com.au 
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Galloping Films 


acquisition, distribution, 
production, finance 


_ Galloping) Films 





Carlos Alperin is the CEO of Galloping Illusions, 
a production and finance company focused 

on providing equity and gap finance as well as 
producing commercial films. Carlos is also the 
CEO of Galloping Films, an international sales 
agent focused on the licensing of feature films, 
documentaries and lifestyle programs. 


GENRES 
Animation, Documentary / Education, Drama, 
Feature, Lifestyle 


LOCATION 
Buyers lounge and VIP Club 
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COMPLETED PROJECTS 
The Cost of Living 

Feature, 90 min 

IcU 

Feature, 80 min 

Raul the Terrible 

Documentary / Education, 80 min 


PROJECTS FOR MIPTV 


In Development 
The Heart of a Spy 
Feature, 90 min 


Dances with Werewolves 
Feature, 90 min 

Thomas Edison Demon Hunter 
Feature, 90 min 


AT MIPTV 


Carlos Alperin Managing Director 
M +61 414 447 743 
carlos@gallopingfilms.com 


CONTACT 


T +61 7 3040 2664 
carlos@gallopingfilms.com 
www.gallopingfilms.com 


Hatch 
Entertainment 


production 





Hatch creates new entertainment ideas across every 
genre, audience and market. Hatch specialises in 
formats and brand entertainment. 


GENRES 
Children, Drama, Lifestyle, Reality, Variety 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 


The Very Trevor Ashley Show 
Variety, 42 min 


PROJECTS FOR MIPTV 


In Development 

Big Again 

Variety, 10 x 46 min 
Why Am | Still Single? 
Reality, 10 x 46 min 
Locomotion 
Children’s, 13 x 23 min 


Creepy Crawlies 
Documentary / Education, 9 x 23 min 





AT MIPTV 


Greg Logan Owner/Executive Producer 
M +61 401 599 499 
greg@hatchentertainment.com.au 


CONTACT 
greg@hatchentertainment.com.au 
www.hatchentertainment.com.au 
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Hoodlum 


production 





Hoodlum is an Emmy® and BAFTA Award-winning 
multi-platform production company that specialises 
in producing high-quality entertainment content 

for television, film, online, mobile and emerging 
media platforms. As pioneers in multi-platform 
storytelling, Hoodlum have created award-winning 
work for The Bourne Legacy, Lost, Spooks, Primeval, 
Salt and many more. 


GENRES 
Children, Drama, Interactive Digital Media 


LOCATION 
Screen Australia stand by appointment 
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COMPLETED PROJECTS 


Conspiracy 365 

Interactive Digital Media 

The Strange Calls 

Comedy, 6 x 29 min 

The Bourne Legacy: Operation Intel 
Interactive Digital Media 

Dance Academy Online 2nd Year 
Interactive Digital Media 


PROJECTS FOR MIPTV 


In Development 
Secrets & Lies 
Drama, 6 x 43 min 


Rogue 5 
Children, 13 x 30 min 





AT MIPTV 

Tracey Robertson CEO 
tracey@hoodlum.com.au 
Nathan Mayfield CCO 
nathan@hoodlum.com.au 
CONTACT 


T +61 7 3871 2555 
info@hoodlum.com.au 
www.hoodlum.com.au 


Jonathan M Shiff 
Productions 


production 








Jonathan M Shiff Productions is a world-leading 
producer of family and children’s live-action drama. 
The company's impressive catalogue of series, 
including the critically acclaimed Ocean Girl, 
Thunderstone, Wicked Science, H20: Just Add Water 
and Lightning Point, has been sold to more than 

160 territories worldwide. 2012 saw the company 
launch into production of primetime family drama 
with Reef Doctors. 


GENRES 
Children, Drama 


LOCATION 
ZDF Enterprises stand and Screen Australia stand 


COMPLETED PROJECTS 

Reef Doctors season 1 

Drama, 13 x 60 min 

Lightning Point (aka Alien Surf Girls) 

Children, 26 x 30 min 

The Elephant Princess seasons 1 & 2 
Children, 52 x 30 min 

H20: Just Add Water seasons 1, 2&3 
Children, 78 x 30 min 


PROJECTS FOR MIPTV 


Completed 

Mako Mermaids season 1 
Children, 26 x 30 min 

In Development 

Mako Mermaids season 2 
Children, 26 x 30 min 


Reef Doctors season 2 
Drama, 13 x 60 min 


Ocean Girl — A New Generation 
Children, 26 x 30 min 

AT MIPTV 

Jonathan Shiff Executive Producer 
jclevers@jmsp.com.au 

CONTACT 


T +61 7 5585 9206 
jclevers@jmsp.com.au 
jmsp.com.au 
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Kapow Pictures 


production 


STORAGE 51 








Kapow Pictures is a Sydney-based animation 
company producing animated digital content. They 
have an international reputation for innovative and 
funny animated series. Kapow Pictures is currently 
also working across iPhone content, ebooks, games 
and apps. 


GENRES 
Animation, Children, Documentary / Education, 
Drama, Feature, Interactive Digital Media 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 
CJ the DJ 

Animation, 52 x 11 min 
PROJECTS FOR MIPTV 
In Development 

Storage 51 

Animation, 52 x 11 min 
Scouts Honor 

Animation 

Hare Hairs 

Animation, 52 x 11 min 





AT MIPTV 


Sandra Walters producer 
M +61 417 454 141 


CONTACT 


T +61 2 9439 0399 
producer@kapowpictures.com 
www.kapowpictures.com 


Looking Glass 
International 


distribution, production 





An independent production and distribution 
company, specialising in factual programming to 
the international market. With an emphasis on 
unique, edgy storytelling with an eclectic selection 
of program titles, whether it’s wildlife, hard-hitting 
documentaries, travel, lifestyle programming or 
faraway cultures, Looking Glass International's 
programs are at the forefront of their genre. 


GENRES 
Documentary / Education 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 
Giant Pandas Moving House 
Documentary / Education, 60 min 
Samurai of Fukushima 
Documentary / Education, 60 min 
Shattered Ground 
Documentary / Education, 60 min 


The Long March into Space 
Documentary / Education, 60 min 





AT MIPTV 


Nha-Uyen Chau Director, Distribution & 
Co-Production 

M +33 6 21 67 52 28 
nha-uyen@Lookingglassint.com 

Karen Lee Sales Executive - Asia, 
Middle East and CEE 

T +86 135 8183 3420 
karen@lookingglassint.com 


CONTACT 


T +61 3 5988 6947 
nha-uyen@Lookingglassint.com 
www.lookingglassint.com 
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Media Farm 


production 


CSMEDIA FARM 





Media Farm is lead by a seasoned team of award- 
winning content creators and developers, drawing on 
over three decades of expertise in content creation 
and production. Media Farm brings tradition and 
innovation together to deliver engaging, entertaining 
and relevant content be it on TV, computer screens or 
mobile devices. 


GENRES 
Children, Lifestyle, Interactive Digital Media, Reality 


LOCATION 
Screen Australia stand and Fred Media stand 
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COMPLETED PROJECTS 
Undercover Coach 

Children, 5 min 

All for Kids 

Children, 2 x 30 min 

My Camp Rock II: Rock the City 
Children, 8 x 11 min 


PROJECTS FOR MIPTV 


In Development 
Junior Storytellers 
Interactive Digital Media 


Gross Hunters 
Children, 13 x 30 min 


AT MIPTV 


Jason Critelli Producer 
M +61 418 487 825 
jason@mediafarm.com.au 


Rami Fischler Producer 
M +61 406 767 607 
rami@mediafarm.com.au 


CONTACT 


T +61 2 9114 8730 
info@mediafarm.com.au 
mediafarm.com.au 





mememe 
productions 


production 








The team at mememe has the audacity to 

believe they can influence a generation. Creators 

of the hit preschool universe — dirtgirlworld 

— they are committed to making musicentric 
envirologicaltainment for children. They are attending 
MIPTV with Babyccino and are very excited about 
their 2013 Digital Emmy® nomination! 


GENRES 
Animation, Children, Interactive Digital Media 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS AT MIPTV 
dirtgirlworld Cate McQuillen Creative Producer 
Children, 52 x 11 min T +61 2 6661 9178 
dirtgirlworld app cate@mememe.com.au 
Interactive Digital Media Hewey Eustace Creative Producer 
club dirtgirlworld CONTACT 
Interactive Digital Media 

cate@mememe.com.au 
PROJECTS FOR MIPTV www.mememe.com.au 
In Development 
Babyccino 
Children, 52 x 12 min 
Hit it! 


Children, 26 x 24 min 
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Moody Street Kids 


production 





Moody Street Kids, established in June 2002, 
specialises in creating original treatments and 
developing a diverse range of media content from 
animation and live-action television serials to 

feature films and documentaries. MSK oversees and 
manages all aspects of production from development 
through to delivery. 


GENRES 
Animation, Children, Drama, Feature 
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COMPLETED PROJECTS 
SheZow 

Animation, 54 x 11 min 
Flea-bitten! 

Animation, 52 x 11 min 

Sumo Mouse 

Animation, 26 x 24 min 

g2g 

Animation, 26 x 22 min 
PROJECTS FOR MIPTV 
In Development 

Hard Rock Medical season 2 
Drama, 13 x 30 min 

G.U.N.K Aliens 

Animation, 52 x 11 min 

8th Dwarf 

Feature, 90-110 min 

Truly, Madly, Kyla 

Children, 26 x 24 min 





AT MIPTV 


Gillian Carr Managing Director 
T +61 438 590 056 
gill@moodystreetproductions.com 


CONTACT 


T +61 3 9859 0056 
gill@moodystreetproductions.com.au 
moodystreetkids.com.au 


Network Ten 


acquisition, production 








Network Ten is one of Australia’s commercial free-to- 
air television networks and a television trend-setter, 
delivering some of Australia’s most talked about TV. 
Network Ten has an emphasis on viewers under 50, 
with a focus on 18 to 49-year-olds. Network Ten is 
home to some of the biggest, most engaging brands 
on Australian television, including MasterChef, The 
Biggest Loser, Offspring, Puberty Blues, Neighbours 
and The Project. 


GENRES 
Children, Drama, Lifestyle, Reality, Variety 


AT MIPTV 


Beverley McGarvey Chief Programming 
Officer 

hclingan@networkten.com.au 

Lisa Fitzpatrick Director of 
Development & Production 
hclingan@networkten.com.au 

Azar Marashian Development and 
Aquisitions Manager 
hclingan@networkten.com.au 
Stephanie Neville Ten’s UK Consultant 
hclingan@networkten.com.au 


CONTACT 


T +61 2 9650 1010 
hclingan@networkten.com.au 
ten.com.au 
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Oxygen360 


distribution, production 





Oxygen360 is at the forefront of the new breed of 
boutique creative houses. Their beginnings were 
based in TV advertising, creative and production and 
they have since evolved into a full creative solutions 
company. Oxygen360 develop and produce content 
for all media including TV program formats. 


GENRES 
Lifestyle, Reality, Light Entertainment 
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COMPLETED PROJECTS 


Picture This 
Light Entertainment, 18 x 22 min 


Pilot for The Verdict 
Reality, 44 min 





AT MIPTV 


Cameron Jurd Managing Director 
cameron@oxygen360.com.au 


Tessa Saville Executive Producer 
tessa@oxygen360.com.au 
CONTACT 


T +61 2 9003 0614 
info@oxygen360.com.au 
www.oxygen360.com.au 


The Project 
Factory 


production 





The Project Factory is an award-winning digital 
production company that creates transmedia 
entertainment across web, mobile, social media and 
games platforms. Founded in 2005, they produce 
interactive entertainment for movies, television, 
brands and digital media companies. 


GENRES 
Documentary / Education, Drama, Lifestyle, 
Interactive Digital Media, Reality 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 
Making Couples Happy 
Interactive Digital Media 

Spirit of ’45 

Documentary / Education 

Great British Property Scandal 
Interactive Digital Media 


PROJECTS FOR MIPTV 
Completed 

Tatchi 

Interactive Digital Media 
Appisodic 

Interactive Digital Media 

In Development 

The Suspect 

Interactive Digital Media 


the 
Project 


Factory_ 





AT MIPTV 

Guy Gadney Director 
guy@theprojectfactory.com 
CONTACT 


T +61 2 9698 1458 
guy@theprojectfactory.com 
theprojectfactory.com 
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Quickflix 


distribution 


uickflix” 


Smart Movies 








Quickflix in an online DVD and streaming business in 
Australia and New Zealand focused on OTT IPTV on 
over 200 devices and available on a growing range 
of platforms using TVOD, SVOD and soon Electronic 
Sell-Through (EST). 


GENRES 
Animation, Children, Documentary / Education, 
Drama, Feature, TV and Movies 


LOCATION 
Carlton Hotel, 58 la Croisette 
T +33 4 93 06 40 06 
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AT MIPTV 

Andrew Lambert Senior Vice President 
Licensing 

M +61 439 631 734 
andrew.lambert@quickflix.com.au 


CONTACT 


T +61 2 8415 9576 
andrew.lambert@quickflix.com.au 
www.quickflix.com.au 


Renegade Films/ 
Renegade C&S 


production, development 





Renegade has a reputation for the production of 
award-winning content in drama, entertainment and 
factual programs. Renegade C&S is the development 
arm of Renegade Films focused on television formats 
as well as cross-platform and multimedia content. 


GENRES 
Documentary / Education, Drama, Lifestyle, Comedy, 
Factual Entertainment, Light Entertainment 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 

Dirty Business: How Mining Made 
Australia 

Documentary / Education, 3 x 52 min 
RocKwiz series 11 

Light Entertainment, 14 x 52 min 
Subtopia 

Documentary / Education, 2 x 26 min 
Future Radicals 

Documentary / Education, 26 min 


PROJECTS FOR MIPTV 


In Development 
More to Music Than Meets the Ear 
Documentary / Education, 3 x 60 min 


Heli Hunters 
Factual, 12 x 26 min 


The Art of Dining 
Lifestyle, 8 x 30 min 


WILFRED 





The Einstein Factor 
Variety, 26 x 26 min 


AT MIPTV 


Shaun Levin Executive Director, 
Renegade C&S 

M +61 418 649 793 
slevin@cbslmedia.com 

Cathy Baker Creative Director, 
Renegade C&S 

M +61 409 772 737 
cbaker@cbslmedia.com 


CONTACT 


T +61 3 9526 3300 
house@renegade.com.au 
www.renegade.com.au 
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Roar Film 


production 





Roar Film is one of Australia’s most versatile and 
enduring digital media production companies. It is 
comprised of two interrelated entities, Roar Film 
and Roar Educate, with offices in Australia and the 
UK. Its award-winning projects and products have 


achieved success across the range of digital media: 


factual television, online documentaries, websites 
and online education. 


GENRES 
Children, Documentary / Education, Interactive 
Digital Media, Reality, Factual Format 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 


Holy Switch 

Documentary / Education, 3 x 26 min 
Founders & Survivors 

Interactive Digital Media 

First Fagin 

Documentary / Education, 90 min 
The Mission 

Documentary / Education, 4 x 26 min 


PROJECTS FOR MIPTV 

In Development 

Convict Kids 

Children, 10 x 26 min 

Tiger’s Lair 

Reality, 10 x 48 min 

The Long Haul 

Documentary / Education, 6 x 24 min 


Whale Rescue 
Documentary / Education, 6 x 24 min 





AT MIPTV 


Craig Dow Sainter Producer 
M +61 417 155 627 
craig@roarfilm.com.au 


Steve Thomas Producer/Director 
M +61 419 516 937 
steve@roarfilm.com.au 


CONTACT 


T +61 3 6224 5222 
info@roarfilm.com.au 
www.roarfilm.com.au 


Ruby TV 


production, press 








Ruby TV produces cross-platform arts, travel and COMPLETED PROJECTS AT MIPTV 
lifestyle content with a particular emphasis on Barcelona Tap Ruby Boukabou Co-producer/ 
vicarious travel, festivals and behind the scenes artist Lifestyle, 5 x 6-22 min Presenter 
profiles. Jason Rodgers in Paris M +61 452 206 350 
Lifestyle, 6 min rubyboukabou@gmail.com 
GENRES Cannes 2012 CONTACT 
Documentary / Education, Lifestyle Documentary / Education, 10 x 4 min rubyboukabou@gmail.com 
LOCATION Salon de la Photo www.rubytv.net 
Screen Australia stand, press office Decne tary )Eauceloe, (ulm 
PROJECTS FOR MIPTV 
In Development 


My Couscous Cousins 
Documentary / Education, 8 x 26 min 


My French Family 

Lifestyle, 8 x 26 min 

Ruby’s World 

Documentary / Education, 8 x 26 min 


Paris Muse 
Lifestyle, 20 x 5 min 


37 


SBS International 


distribution 





SBS International is the program sales division of 
SBS Television, Australia’s foremost multicultural 
broadcaster. Their content is uniquely rich and 
culturally diverse which informs, educates and 
entertains its audiences. They look forward to hearing 
from you whether you are a program buyer or a 
producer seeking a global distribution partner. 


GENRES 
Documentary / Education, Drama, Feature, Lifestyle 


LOCATION 
Stand 04.42 SBS International 
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COMPLETED PROJECTS 


Shane Delia’s Spice Journey 
Lifestyle, 10 x 30 min 


Colour Theory 

Documentary / Education, 8 x 30 min 
Mabo 

Feature, 105 min 


Dateline 
Current Affairs, 70 x 15 min 


PROJECTS FOR MIPTV 

In Development 

Better Man 

Drama, 4 x 50 min 

The Vasectomist 

Documentary / Education, 52 min 
This is Brazil! 

Lifestyle, 12 x 25 min 

Housos series 2 

Comedy, 9 x 25 min 





AT MIPTV 


Lara von Ahlefeldt Head of 
Programme Sales 

M +61 420 830 014 
larav@sbs.com.au 

Carolyn Johnston Sales Manager 
M +61 413 383 303 
carolyn.johnston@sbs.com.au 





Leon Coningham Head of SBS 
Distribution 
leon.coningham@sbs.com.au 
Wendy Stahel Video Distribution 
Manager 
wendy.stahel@sbs.com.au 


CONTACT 


T +61 2 9430 3972 
ipS@sbs.com.au 
www.sbs.com.au/sbsinternational 


Screentime 


acquisition, production 





Screentime is a specialist television production 
company with an outstanding list of over 40 
productions including Popstars and four seasons of 
RBT. Their award-winning and celebrated dramas 
include five series of Underbelly, The Incredible 
Journey of Mary Bryant, Crownies for ABC TV and 
the critically acclaimed Tim Winton’s Cloudstreet. 
Most recent productions include Brothers in Arms 
for Network Ten and Underbelly: Badness for 

the Nine Network. The company is currently in 
production of the latest in the Underbelly franchise — 
Underbelly: Squizzy. 


GENRES 
Documentary / Education, Drama, Reality 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 


RBT 

Documentary / Education, 4 x 46 min 
Underbelly: Squizzy 

Drama, 5 x 43 min 


PROJECTS FOR MIPTV 
Completed 

Outback Coroner 

Documentary / Education, 50 min 
In Development 

Janet King 

Drama, 51 min 

Batavia 

Drama, 60 min 


Anzac Girls 
Drama, 51 min 





AT MIPTV 


Bob Campbell Managing Director 

M +61 419 989 837 
bob.campbellL@screentime.com.au 
Des Monaghan Executive Chairman 
des.monaghan@screentime.com.au 
Philly De Lacey Managing Director — 
Screentime NZ 
philly.delacey@screentime.co.nz 


CONTACT 


T +612 9439 4911 
mail@screentime.com.au 
www.screentime.tv 


39 


skittell.com 


production 





Comedy sketches by amateurs 


Skitkell. 








skittell.com is a website devoted to comedy sketches 
by amateurs and is in development on a TV show. 


GENRES 
Variety 


40 


PROJECTS FOR MIPTV 

In Development 

Skittell: Comedy sketches by 
amateurs 

Variety, 12 x 24 min 


AT MIPTV 

Rob Woodland Director 
info@skittell.com 
CONTACT 


T +61 7 3374 3800 
info@skittell.com 
www.skittell.com 


SLR Productions 


production 





SLR is an Emmy® Award-winning company 
established 10 years ago. It is one of Australia’s 
leading children’s entertainment companies 
specialising in the creative development and 
production of world-class television content. The 
company sources and develops significant properties 
for the international children’s market and has sold 
over 100 hours of content in 105 countries around the 
world. SLR Productions continues to create hit shows 
with global audience appeal. It is owned by Suzanne 
Ryan and South Pacific Pictures. 


GENRES 
Animation, Children, Drama 


LOCATION 
Screen Australia stand 


COMPLETED PROJECTS 


Guess How Much | Love You 
Animation, 52 x 10 min 
Teenage Fairytale Dropouts 
Animation, 52 x 12 min 





AT MIPTV 

Suzanne Ryan CEO 

M +61 403 068185 
office@slrproductions.com 
CONTACT 


T +61 2 9356 4911 
office@slrproductions.com 
www.slrproductions.com 
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Smith&Nasht 


production 





Smith&Nasht is a producer of high-quality factual 
programs. They are attending MIPDoc to discuss 
their new major international factual series, Big 
History, and their co-production with Mona Lisa 
(France), Life on Us. 


GENRES 
Documentary / Education 
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COMPLETED PROJECTS 


1 Can Change Your Mind About 
Climate 
Documentary / Education, 59 min 


Canberra Confidential 
Documentary / Education, 60 min 


The Vasectomist 
Documentary / Education, 52 min 
PROJECTS FOR MIPTV 


In Development 
Big History 


Documentary / Education, 3 x 52 min 


Life on Us 


Documentary / Education, 2 x 52 min 





AT MIPTV 


Simon Nasht Managing Director 
M +61 405 090 202 
simon@nasht.com 


CONTACT 
simon@nasht.com 
www.smithandnasht.com 


Southern Star 
Entertainment 


production 





Southern Star Entertainment is Australia’s largest 
independent television production group. The 
company produces content for drama, entertainment 
and children’s programming. Popular shows produced 
by Southern Star Entertainment have included 
dramas Offspring (Ten), Puberty Blues (Ten), Howzat! 
Kerry Packer's War (Nine), Beaconsfield (Nine), Tangle 
(Showtime) and Bed of Roses (ABC), and children’s 
series Bluewater High (ABC), Sea Princesses (Seven) 
and Bottletop Bill (ABC). 


GENRES 
Animation, Children, Documentary / Education, 
Drama, Feature, Lifestyle, Reality 


LOCATION 
Endemol stand LR5.15 


COMPLETED PROJECTS 
Paper Giants 2: Magazine Wars 
Drama, 2 x 120 min 

Offspring season 4 

Drama, 15 x 60 min 


PROJECTS FOR MIPTV 


In Development 
Big Shots: Murdoch vs the Packers 
Drama, 8 x 60 min 


Puberty Blues season 2 
Drama, 13 x 60 min 





AT MIPTV 


Janeen Faithfull CEO 
ldeabelgodfrey@sstar.com.au 


Trent Chapman Executive Producer 
tchapman@sstar.com.au 


Nathan Gibbs Producer 
ngibbs@sstar.com.au 
CONTACT 


T +61 2 9202 8555 
general@sstar.com.au 
www.southernstargroup.com 
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Storynerds 


production, content services 





Storynerds are a bespoke content company, 
developing original projects and, providing content 
services and consulting. They specialise in script and 
story services across TV, film and transmedia. They 
are here to help. 


GENRES 
Animation, Children, Drama, Feature, Interactive 
Digital Media 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 


543 
Drama, 8 x 23 min 


mix house 
Interactive Digital Media, 8 x 2.5 min 


PROJECTS FOR MIPTV 
In Development 
WhiteWash 

Animation, 12 x 30 min 
Vanguard 

Animation, 12 x 30 min 
Update 

Drama, 8 x 30 min 

Sullivan 

Feature 





AT MIPTV 


Mark Knight Head of Development 
M +61 407 971171 
mk@storynerds.com 


CONTACT 
mk@storynerds.com 
www.storynerds.com 





o__™ 
Storyteller Digital 
acquisition, distribution, storyteller 
production DiGicaAL 
Storyteller Digital is a creator and distributor of COMPLETED PROJECTS AT MIPTV 


digital content for all platforms. 


GENRES 
Children, Documentary / Education, Lifestyle, 
Interactive Digital Media, Reality 


LOCATION 
Screen Australia stand 


Bone Diggers 

Documentary / Education, 54 min 
Animal X Natural Mystery Unit 
Documentary / Education, 10 x 54 min 
Before It’s Too Late 

Documentary / Education, 15 x 54 min 
Animal Allies 

Documentary / Education, 26 x 26 min 


PROJECTS FOR MIPTV 


In Development 

Animal X Monster Files 
Documentary / Education, 13 x 60 min 
Before It’s Too Late Revisited 
Documentary / Education, 13 x 30 or 
60 min 

Animal Allies series 3 
Documentary / Education, 13 x 30 min 


Mike Searle Managing Director 
M +61 448 962 045 
info@storyteller.com.au 
CONTACT 


T +61 8 6364 3675 
info@storyteller.com.au 
www.storyteller.com.au 
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Universal Pictures 


acquisition, distribution, 
production 








Universal Pictures Australasia is part of NBC 
Universal — one of the world’s leading media and 
entertainment companies in the development, 
production and marketing of entertainment, news and 
information to a global audience. 


GENRES 
Animation, Children, Documentary / Education, 
Drama, Feature, Lifestyle, Reality, Variety 


LOCATION 
NBC Universal stand H4.05, H4.27 
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AT MIPTV 


Joanna White Vice President 
Acquisitions ANZ 

M +61 417 045 904 
joanna.white@nbcuni.com 


CONTACT 


T +61 2 9266 2860 
joanna.white@nbcuni.com 
universalpictures.com.au 


The Walt Disney 
Company 
Australia 


acquisition 








The Walt Disney Company Australia is a pay 
TV broadcaster. 


GENRES 
Animation, Children 


AT MIPTV 


Joel Williams Senior Programming 
Manager 

M +61 423 582 492 
joel.williams@disney.com 


CONTACT 


T +61 2 8622 8444 
joel.williams@disney.com 
www.disneychannel.com.au 
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WD Entertainment 
Group 


acquisition, production 





With offices in Australia and Los Angeles WD 
Entertainment Group (WDE) is an innovative 
production company that delivers. With first-class 
production talent and partners WDE creates, 
develops, produces and delivers original and 
unique content. 


GENRES 
Children, Documentary / Education, Lifestyle, 
Interactive Digital Media, Reality 


LOCATION 
Screen Australia stand 
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COMPLETED PROJECTS 


The Stafford Brothers series 2 
Reality, 10 x 22 min 


The Stafford Brothers series 1 
Reality, 6 x 22 min 
PROJECTS FOR MIPTV 


In Development 

The Flying Winemaker 
Lifestyle, 13 x 22 min 
Beverly Hills Impossible 
Lifestyle, 13 x 22 min 


The Stafford Brothers USA 


Interactive Digital Media, 16 x 3 min 


Dads Gone Wild 
Children, 13 x 23 min 








AT MIPTV 


Wes Dening Founder 
T +1 310 663 8050 
wes.dening@wdentertainmentgroup.com 


CONTACT 


T +61 433 113 593 
wes.dening@wdentertainmentgroup.com 
www.wdentertainmentgroup.com 


WTFN 


acquisition, distribution, 
production, sales 





During the past decade WTFN has emerged as one 
of Australia’s most creative and prolific independent 
content producers. They've built a worldwide 
reputation for compelling storytelling that engages 
broadcast and online audiences. WTFN specialises 
in factual, reality and lifestyle programs, and their 
passion for excellence in creativity and production 
has been recognised with peer-judged awards in 
Australia and abroad. Their catalogue includes more 
than 30 original programs and formats that have been 
converted into high-rating returnable series. 


GENRES 
Documentary / Education, Lifestyle, Reality, Current 
Affairs and Factual 


LOCATION 
Screen Australia stand and stand 04.36 


COMPLETED PROJECTS 


The Living Room 
Lifestyle, 40 x 45 min 


The People Speak 

Documentary / Education, 90 min 
Tony Robinson's Time Walks 
Documentary / Education, 10 x 30 min 
Supercar Showdown 

Reality, 10 x 30 min 

PROJECTS FOR MIPTV 

In Development 

Snake Lab 

Documentary / Education, 6 x 60 min 
The Hang Men 

Reality, 10 x 30 min 





AT MIPTV 

Daryl Talbot Managing Director 
M +61 400 933 292 

CONTACT 


T +61 3 9810 7111 
info@wtfn.com.au 
www.wtfn.com.au 
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Screen 


Australia 





www.screenaustralia.gov.au 





